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THIS If. DEVALUATED INFORMATION 



1™ ;il t 1 ough orders for the Import of n I eke 1~ iron-molybdenum wire and band 
(Ni-Fe-Ko~I>raht und Ki-Fe-Ko-Band) were placed by the Main Administra- 
tion for Fadio and Telecommunications (HV F.FT) of the £ a st German 
Ministry for Machine Construction as early as January 1953 because of 
the critical shortage of those materials in the Kant German high- 
vacuum tube industry, the tube-producing factories in hast Germany had 
still not succeeded in obtaining sufficient allotments as of early February 
1954* So far, F^ot German plants have not been able to produce the t i re 
or the band in the satisfactory quality, 

2c In order to overcome this critical shortage, orders hivo now been given 
that the her liner {Jluehlampenwerk begin production of Ni-Fe-Mo 

valic and that V KB Halbzeugwerk iouerharmer start manufacturing 

iJi-Fe-Kc band, Satisfactory results are not expected before the 
middle- of 1954 <» 






